Briefly, if you expanded the minimum suitability to accredited investor level, we would convert to CAB. 
While our need to work with accredited investors continues to shrink from an already small segment of 
our business, occasions arise when the accredited level investor makes sense for an offering. To 
facilitate that rare need, we do not opt for CAB, a status that clearly addresses the reality of our 
business. 
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